146     DOCKETED ITEMS

9004230140 Forwards status summary re assessment of USI implementation at
plant.per util 891130 response to Generic Ltr 89-21.

REED.T.A. Project Directorate II-3. 90/04/13. HAIRSTON.W.G. Georgia Power Co.
4pp. 53541:357-53541:360.

Q. Inspection reports, IE Bulletins & correspondence

9004020118 Ack receipt of 900301 response to violations noted in Insp Repts 50-424/
89-35 & 50-425/89-40.

HERDT.A.R.  Region 2, Ofc of the Director. 90/03/16. HAIRSTON.W.G. Georgia
Power Co. 3pp. 53235:139-53235:141.

9004060455 Suppls response to NRC Bulletin 88-010.SuppI 1 re traceability reviews on
molded case circuit breakers installed in safety-related applications.Afl breakers pro-
cured & installed in Class 1E equipment reviewed.

HAIRSTON.W.G. Georgia Power Co. 90/03/28. Document Control Branch (Document
Control Desk). 4pp. 53341:276-53341:279.

9003280088 NRC Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/04.
Consolidated Edison Co. of New York. Inc. 99pp. 53380:001-53380:104.

-9004160261 Forwards EGS Product Bulletin 90-1, "Recent Events Concerning Patel
Conduit Seals,P/N 841206," dtd 891107,in accordance w/900102 telcon.Utils/sites
that purchased Patel conduit seal listed.

ELAM.GJ. EGS Corp. international. 90/01/02. MERRIWEATHER.N. Region 2. Ofc of
the Director. 4pp. 70229:016-70229:027.

9004040223 NRC Info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York. Inc. 63pp. 53380:105-53380:171.

9004230517 Forwards Insp Repts 50-424/90-07 & 50-425/90-07 on 900312-16.No vio-
lations or deviations noted.

JULIAN.C.A. Region 2, Ofc of the Director. 90/04/10. HAIRSTON.W.G. Georgia
Power Co. 3pp. 53554:320-53554:332.

-9004230521 fnsp Repts 50-424/90-07 & 50-425/90-07 on 900312-16.No violations or
deviations noted.Major areas inspected: inservice insp (ISI) & review of ISI program
implementing procedures & Unit 1 ISI plan for current outage.

NEWSOME.R.W.,   BLAKE.JJ.   Region  2,  Ofc  of  the  Director.  90/03/22.   10pp.
53554:323-53554:332.

9004190115 Advises that util 891222 response to NRC Bulletin 89-002 re stress corro-
sion   cracking   in   preloaded   bolting   in   Anchor/Darling    swing   check   valves
acceptable.based on verification that subj valves not installed at facilities.
REED.T.A. Project Directorate il-3. 90/04/12. HAIRSTON.W.G. Georgia Power Co.
3pp. 53496:254-53496:256.

9004200046 Advises that 900123 response to NRC Bulletin 89-003 sufficient to close
NRC review of licensing issue.Further NRC review.if any.will be pursued through insp
or audit process.

REED.TA Project Directorate II-3. 90/04/12. HAIRSTON.W.G. Georgia Power Co.
3pp. 53547:169-53547:171.

9004200050 Advises that util 890616 response to NRC Bulletin 89-001, "Failure of Wes-
tinghouse Steam Generator Tube Mechanical Plugs," acceptable.
REED.T.A. Project Directorate lt-3. 90/04/12. HAIRSTON.W.G. Georgia Power Co.
2pp. 53507:359-53507:360.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

R. Periodic operating reports & related correspondence

9004160266 Monthly operating repts for Mar 1990 for Vogtle Units 1 & 2. W/900411 Itr.
WILLIAMS,J.C., HAIRSTON.W.G. Georgia Power Co. 90/03/31. 16pp. 53429:083-
53429:097.

S. Reportafoie occurrences, LERs & related correspondence

9004100403 Errata to 900126 Part 21 rept re Anchor/Darling actuators incorporating
use of Teldyne-Republic four-way valves.Lists plants inadvertently left out in original
rept.

KNECHT.W.G. Anchor/Darling Valve Co. (subs, of Anchor/Darling Industries, Inc.).
90/03/09. NRC - No Detailed Affiliation Given. 7pp. 53385:160-53385:168.

9004030129 PNO-ll-90-016:on 900320,site area emergency at facility due to loss of off-
site power w/concurrent loss of onsite emergency diesel generator capability.Caused
by truck accident onsite.
EBNETER.S. Region 2, Ofc of the Director. 90/03/20. 1p. 53266:224-53266:224.

9004040185 LER 90-001-00:surveillances performed on 900103 & 0201 failed to meet
requirements of Tech Specs 4.6.1.1.a.Caused by personnel misled to believe that only
2 of 41 items verifiedSTS revised.W/900327 Itr.

ODOM.R.M.,   HA1RSTON.W.G.   Georgia   Power  Co.   90/03/27.   5pp.   53285:223-
53285:227.

9004120124 PNO-ll-90-017A:contractor health physics technician strike activity attempt-
ed at facilities.Some  craft workers  at  Hatch  joined  technicians  in  sympathy
strike.Turkey Point & St Lucie terminated contract w/striking technicians.
POTTER,J. Region 2, Ofc of the Director. 90/03/30.1p. 53415:096-53415:095.

V. Operator Examinations

9004030043 Requests util provide ref matls listed in Encl 1, "Ref Matl Requirements,"
for exams scheduled for wk of 900625.Delay in receiving matl by 900425 will result in
exams being rescheduled.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/03/21. HAIRSTON.W.G. Georgia
Power Co. 11pp. 53265:098-53265:108.

9004050433 Advises of evaluation of requalification program & licensed personnel
scheduled for wks of 900723 & 30.Encl listed info requested.
PEEBLES.T.A. Region 2, Ofc of the Director. 90/03/26. HAIRSTON.W.G. Georgia
Power Co. 8pp. 53328:062-53328:069.

DOCKET STN-50-437 FLOATING NUCLEAR PLANT

Q. Inspection reports, IE Bulletins & correspondence

9003280088 NRC Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/04.
Consolidated Edison Co. of New York, Inc. 99pp. 53380:001-53380:104.

9004040223 NRC info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York, Inc. 63pp. 53380:105-53380:171.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1

A. Application/construction stage documents & correspondence

9004100349 Advises that util plans to use encl ASME Code Case N-461 for determining
alternate wall thicknesses or pipe schedules to be used in selection of calibr
blocks.Concurrence requested by 900522.

WALLACE.E.G. Tennessee Valley Authority. 90/04/04. Document Control Branch
(Document Control Desk). 3pp. 53384:253-53384:255.

Q. Inspection reports, 9E Bulletins & correspondence

9004090049 Responds to NRC 900201 & 0307 notice of violations & Investigation Rept
86-015.Corrective action: extensive remedial programs addressing handling of employ-
ee concerns implemented & std processes developed.

KINGSLEY.O.D. Tennessee Valley Authority. 90/03/30. Document Control Branch
(Document Control Desk). 8pp. 53364:062-53364:069.

9004160130 Forwards 900322 statement on NRC notice of violation dtd 900201 &
860311 transcript.Notice of violation ill considered action by NRC & could be consid-
ered to be based on incompetence,

SANGER.H.S. Wagner, Myers & Sanger. 90/04/02. CARR.K.M. Commissioners. 40pp.
53439:241-53439:330.

-9004200560 Requests that allegations made by NRC & published in 900205 Knoxville
Journal re "Whistle Blowers" case be promptly corrected.

FREEMAN.R.M. Affiliation Not Assigned. 90/02/14. CARR.K.M. Commissioners. 2pp.
53439:321-53439:322.

9003280088 NRC Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/04.
Consolidated Edison Co. of New York, Inc. 99pp. 53380:001-53380:104.

9004040223 NRC Info Notice 90-024. "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York, Inc. 63pp. 53380:105-53380:171.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004230106 Discusses NRC Investigation Rept OI-Q2-89-017 re publication dissemina-
tion & use of internal TVA memo dtd 890525. No evidence of wrongdoing in either cre-
ation or dissemination of memo found.

CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
04/16. KINGSLEY.O.D. Tennessee Valley Authority. 5pp. 53547:357-53547:361.

9004180107 NRC Info Notice 90-026. "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

R. Periodic operating reports & related correspondence

9004030259 "1989 Annual Rept of Occupational Radiation Exposure Info." W/900327
WALLACE.E.G. Tennessee Valley Authority. 89/12/31. 7pp. 53277:060-53277:066. 75pp. 53214:082-53214:156.
